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SOCIETY AFFAIRS 



MINNESOTA SECTION 



A meeting of the Section was held at Mankato on November 10, 
1917, with Vice-chairman G. O. House presiding. A paper by F. 
W. Cappelin on "Advantages of a Local Section of the American 
Water Works Association" was read by L. I. Birdsall and discussed 
by Messrs. House and F. H. Bass. A paper on "Some Problems in 
the Management of a Private Water Company" was read by T. C. 
Gordon and discussed by Messrs. House, Bass and Whittaker and 
the author. A paper on "Some Features of Artesian Well Construc- 
tion in Mankato" was read by H. F. Bloomquist. There were 
informal discussions of (1) leaks in water mains, (2) labor-saving 
instruments in water works operation, (3) water distribution prob- 
lems, and (4) water purification problems. 

The following officers were elected: chairman, G. 0. House; 
vice-chairman, H. F. Bloomquist; secretary-treasurer, H. A. Whit- 
taker; trustees, T. C. Gordon, W. F. Todd, L. I. Birdsall. 

NEW YORK SECTION 

A meeting of the Section was held at the Park Avenue Hotel, 
New York, on October 18, 1917, with Chairman Allen Hazen pre- 
siding and about 75 members and guests present. A paper on the 
"Catskill Water Supply System" was read by J. Waldo Smith and 
illustrated by lantern slides. It was followed by an account of the 
utilization of the Catskill supply, given by H. B. Machen, and a 
discussion by Messrs. Hazen, W. W. Brush, J. M. Diven, F. T. 
Kemble and Morris Sherrerd. 

A meeting of the Section was held in New York on December 
19 at which papers on the water supplies of the National Army 
Cantonments were read by George W. Fuller and Nicholas S. Hill, 
Jr., and discussed by Messrs. Allen Hazen, W. R. Conard, J. M. 
Diven, B. B. Hodgman, J. Waldo Smith and W. W. Brush. 
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NEW MEMBERS 

Active 

John F. Clinkenbeard, Water Commissioner, Missouri Valley, 
Iowa. 

Jacob L. Crane, Jr., Assistant State Sanitary Engineer, Lansing, 
Michigan. 

Percy Gray, Pumping Plant Manager, Jefferson, Iowa. 

A. E. Hansen, Hydraulic and Sanitary Engineer, 2 Rector Street, 
New York, New York. 

Edgar P. Kable, Assistant Secretary York Water Company, 
York, Pennsylvania. 

John A. Poland, Secretary and Attorney Gas and Water Com- 
pany, Chillicothe, Ohio. 

E. F. Mohrhardt, Secretary Board Fire Underwriters of the 
Pacific, San Francisco, California. 

Earl I. Roberts, State Department of Health, Columbus, Ohio. 

C. 0. Romig, Secretary and Superintendent Water Supply Com- 
pany, Denison, Ohio. 

Corporate 

Department of Public Utilities, Portland, Oregon. 
Stockton Water Works, Camden, New Jersey. 

Associate 

DeLaval Steam Turbine Company, Trenton, New Jersey. 
Donaldson Iron Company, Emaus, Pennsylvania. 
Portland Cement Association, Chicago, Illinois. 

OBITUARY 

Joseph E. Fulper, Superintendent and Secretary, Washington 
Water Company, Washington, New Jersey, December 20, 1917. 

Henry M. Hanssen, C.E., Carroll, Iowa, December 25, 1917. 

Thomas C. Irving, Jr., Vice President Robert W. Hunt and Com- 
pany, Ltd., Toronto, Ontario. Killed in Action in France, October 
30, 1917. 

Homer Dayton Langworthy, Jr., Superintendent Water Works, 
Macon, Georgia, December 11, 1917. 
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ROLL OF HONOR 

The following is a list of our members and sons of members who 
are serving with the American and Allied forces: 

Amsbary, Harlow A. (son F. C. Amsbary), 2nd Lieutenant 6th 

C. A. C. A. E. F. 
Babbitt, Harold Eaton, Captain Engineers, U. S. R., A. E. F., 

France. 
Bartow, Edward, Major Sanitary Corps, A. E. F., France. 
Bascom, G. R., Major Sanitary Corps, Unassigned. 
Bassett, Charles K. (Buffalo Meter Company), 1st Lieutenant 

Ordnance Department, Washington. 
Batchelder, Robert F. (son G. W. Batchelder), Paymaster 

U. S. Navy. 
Bennett, A. N., 1st Lieutenant 337th F. A. R. C, Camp Dodge, 

Iowa. 
Berry, Loren J. (son J. P. Berry), Sergeant, Medical Corps, A. 

E. F., France. 
Black, E. B., Captain Aviation Section Signal Corps. 
Black, Gurdon G., Captain Engineer Corps, Regimental Adjutant, 

314th Engineers, Camp FUnston, Kansas. 
Blair, McCrea Parker, Infantry Commander, Co. G., No. 1 

Depot Battalion, M. D. 10, Canada. 
Bowles, James T. B., Major, Sanitary Corps, Surgeon General's 

Office, Washington, D. C. 
Brennan, B. C, Captain Engineer Corps, A. E. F. 
Brown, Rasselas Wilcox, Infantry, Co. A, 112th Regiment, 

Camp Hancock, Georgia. 
Brown, Robert Huse, Captain Sanitary Corps, N. A. 
Buswell, A. M., Lieutenant Sanitary Division Medical Corps, 

A. E. F., France. 
Carr, Joseph Arthur, Aviation Section, Signal Corps, Camp Lee, 

Virginia. 
Catlett, George Fitzhugh, Bacteriologist, 26th Engineers, 

A. E. F., France. 
Cheney, Joseph Y., 2nd Lieutenant 0. R. C, Co. H, 17th In- 
fantry, Camp Forrest, Ga. 
Curry, Dr. D. P. (State Board of Health, Kentucky), Captain 

M. R, C, Fort Oglethorpe, Georgia. 



86 SOCIETY AFFAIRS 

Chrisie, J. G. C, Lieutenant Engineer and Construction Depart- 
ment, Aerial Service, Signal Corps, Kelly Field, No. 1, San 
Antonio, Texas. 

Clow, William E., Jr. (J. B. Clow & Sons), U. S. N. Training 
Station, Illinois. 

Daniels, Francis E., Captain Sanitary Corps, Camp Greene, 
North Carolina. 

Dappert, James I. (son J. W. Dappert), 0. T. C, Camp Stanley, 
Texas. 

Dappert, John V. (son J. W. Dappert), 2nd Lieutenant, Head- 
quarters Co. 130 Infantry, Camp Logan, Texas. 

Dappert, Merlin L. (son J. W. Dappert), 0. T. C, Camp Stanley, 
Texas. 

Dappert, Anselmo F. (son J. W. Dappert), 0. T. C, Camp Stan- 
ley, Texas. 

Diven, J. M., Jr., 2nd Lieutenant Ordnance Department, Trench 
Warfare Section, U. S. Filling Plant, Edgewood, Maryland. 

Doten, Leonard S., Captain Q. M. R. C, War Department, Wash- 
ington. 

Ferguson, H. F., 1st Lieutenant 157th Engineers, New York City. 

Fritze, L. A., 1st Lieutenant Field Laboratory, 42nd Division 
Rainbow, A. E. F., France. 

Gavett, Weston, 1st Lieutenant Sanitary Corps, Commanding 
Sanitary Squad No. 1, 28th Division, Camp Hancock, Georgia. 

Goodell, John B. (son J. M. Goodell), U. S. Naval Reserve. 

Good rick, Edgar C. (son E. H. Goodrick), Chief Q. M. Signals, , 
U. S. S. Florida, in foreign waters. 

Grasty, R. L. (son E. C. Grasty), Infantry Co. F., 158th, Camp 
Kearny, California. 

Gwinn, Paul C. (son D. R. Gwinn), Artillery Co. D., 309th Am- 
munition Train, Camp Zachary Taylor, Kentucky. 

Hale, Richard King, Lieutenant Colonel 26th Division 101st 
Field Artillery, A. E. F., France. 

Hansen, Paul, Captain Engineers, A. E. F., France. 

Haskins, C. A., Captain Sanitary Forces, N. A., Fort Oglethorpe, 
Georgia. 

Hazlehurst, James Nisbet, Major U. S. R. Engineers, A. E. F., 
France. 



SOCIETY AFFAIRS 87 

Hendbick, Wallace M., 1st Lieutenant Engineers, U. S. R., 
301st Engineers, Camp Devens, Massachusetts. 

Hill, William R., Jr. (son W. R. Hill), Co. D., 5th Engineers, 
Camp Christie, Texas. 

Howell, Beaudric L. (son D. J. Howell), E. 0. R. C, 104 Engi- 
neers, Camp McClellan, Alabama. 

Hulick, William H., Jr. (son W. H. Hulick, President Warren 
Foundry and Machine Company,) U. S. N. Destroyer Manley. 

Irving Thomas, C, Jr., Lieutenant Colonel Royal Canadian 
Engineers. 1 

Irwin, C. Russell (son T. E. Irwin), 102nd Field Signal Battalion, 
Hospital Corps, Sanitary Squad, Camp Wadsworth, S. C. 

Irwin, Ralph Edward, Captain Sanitary Corps, N. A., U. S. 
Filling Plant, Edgewood, Maryland. 

Inman, A. W., Home Guards, Massillon, Ohio. 

Jarvis, Alexander Charles, Lieutenant Royal Engineers, Lon- 
don, England. 

Johnson, George S. (son Peter Johnson), Flying Cadet Aviation, 
Squadron 13, Signal Corps, Memphis, Tennessee. 

Kent, W. T. (son J. F. Kent, Manager American Cast Iron Pipe 
Company,) Aerial Service. 

Kirkpatrick, Earl T., U. S. R. C, Fort Snelling, Minnesota. 

Lee, Charles H., 1st Lieutenant C. of E., U. S. R., A. E. F., France. 

Leisen, Theodore A., Major Q. M. R. C, Officer in charge of 
Utilities, Q. M. C, Camp Custer, Michigan. 

Leisen, Theodore A., Jr. (son T. A. Leisen), Naval Reserve, 
U. S. S. DeKalb. 

Little, David Beekman (son Beekman C. Little), U. S. N. R., 
Pelham Bay Park, Naval Station, New York. 

Longley, Francis F., Major Engineers, A. E. F., France. 

Lucas, Daniel R. (son H. L. Lucas), Co. A, 108th U. S. Engineers, 
Camp Logan, Texas. 

Luce, Herbert P. (son W. H. Luce), Captain Co. C, 305th Ma- 
chine Gun Battalion, Camp Upton, Long Island. 

Luce, Robert F. (son W. H. Luce), Aviation. 

McCormick, Robert, Co. D, 26th Engineers, Camp Dix, New 
Jersey. 

McLaughlin, George E., Lieutenant U. S. Navy, Assistant Sur- 
geon U. S. Naval Hospital in charge of laboratories, New York. 

1 Killed in action October 30, 1917. 
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McRae, Henry C, 1st Lieutenant E. O. R. C, Co. C, 318th 
Engineers, Van Couver Barracks, Washington. 

McWilliams, John S. (son C. Q. McWilliams), Aviation, A. E. F., 
France. 

Maury, Dabney H., Major, E. R. C, Officer of Cantonment Con- 
struction, Washington, D. C. 

Maury, Dabney H., Jr. (son Dabney H. Maury), American 
Ambulance Service, A. E. F., France. 

Miller, Buckingham (son H. A. Miller), Lieutenant 27th Engi- 
neers, Camp Meade, Maryland. 

Miller, Donald F. (son S. F. Miller, President Pacific Flush Tank 
Company), Ensign N. R. F., Nantucket, Massachusetts. 

Miller, Hiram Allen, Jr. (son H. A. Miller), Lieutenant 5th 
Field Artillery, A. E. F., France. 

Miller, Phillip F. (son S. F. Miller, President Pacific Flush Tank 
Company), Ordnance Engineers, Carriage Department, Wash- 
ington, D. C. 

Mitchell, Charles H., Lieutenant Colonel D. S. O., C. M. G., 
Chief of Intelligence 2nd British Army, B. E. F., France. 
Honors: Distinguished Service Order, Companion of St. 
Michael and St. George, Officer of Legion of Honor (France) 
Officer of Order of Leopold (Belgium); three mentions. 

Mueller, Lucian W. (son Philip Mueller, H. Mueller Mfg. Co.), 
U. S. Ord. 

Mueller, William Everett (son Adolph M. Mueller Mfg. Co.), 

A. N. O. R. 

Murphy, Alvin R., Captain E. R. C, A. E. F., France. 
Murray, Harry E., Captain Q. M. C, Scofield Barracks. 
Powers, Jerome, 1st Lieutenant U. S. R., 24th Engineers, Camp 

Dix, New Jersey. 
Pugh, Marshall R., Major 21st Engineers, A. E. F., France. 
Rue, Orlie (son J. A. Rue), 1st Sergeant, Signal Corps, Camp S. 

F. B. Morse, Texas. 
Rust, Fred C. (son C. H. Rust), 16th Canadian Reserve Battalion, 

B. E. F. 

Ruttan, H. N., Brigadier General Commanding M. D. 10, Winni- 
peg, Canada. 

Ryland, Reis J. (son J. R. Ryland, President San Jose' Water Co.), 
S. O. R. T. C, Camp Morse, Texas. 

Scharff, Maurice Roos, 1st Lieutenant 0. R. C, A. E. F., France. 
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Smith, Merritt H., Colonel 104th Field Artillery, Camp Wadsworth, 

South Carolina. 
Spear, Walter E., Major U. S. R., Q. M. C, in charge of Camp 

Utilities, Camp Upton, New York. 
Spephen, Charles, Engineer Lieutenant His Majesty's Navy, 

H. M. S. Glorious. 
Suter, Russell, Captain E. O. R. C, A. E. F., France. 
Volkhabdt, A. N. (son William Volkhardt), 2nd Lieutenant Signal 

Corps, Aviation Section, Headquarters Cornell School of Avia- 
tion, Ithaca, N. Y. 
Walker, Elton D., Captain Co. A, 15th U. S. Engineers, A. E. F. 
Wickham, James T., Royal Engineers, British Army. 
West, Vernon F., Lieutenant U. S. Navy. 
Williams, Gardner S., Engineer Corps, Cantonment Division, 

Washington, D. C. 
Whitman, Ezra B., Major and Mayor Camp Meade, Maryland. 
Worthen, Jesse M., Captain E. R. C, Co. C, 33rd Engineers, 

Camp Devens, Massachusetts. 
Wynne-Roberts, Miss Buddey (daughter R. O. Wynne-Roberts), 

B. E. F., Rouen, France. 
Wynne-Roberts, Lewis (son R. 0. Wynne-Roberts), Lieutenant 

Royal Engineers, Bangalore, India. 
Yearance, Alexander W. (son W. B. Yearance), Lieutenant 

Co. F., 305th Engineers, Camp Lee, Virginia. 



